To:  Ragon,  Derek[Ragon. Derek@epa.gov] 

From:  Ragon,  Carolyn 

Sent:  Thur  8/1 3/2015  3:36:37  PM 

Subject:  RE:  Region  6 Site  Code  for  Gold  King  Mine  Spill 


Thank  you.  © 


From:  Ragon,  Derek 

Sent:  Thursday,  August  13,  2015  10:35  AM 
To:  Ragon,  Carolyn 

Subject:  RE:  Region  6 Site  Code  for  Gold  King  Mine  Spill 


Thanks  SP!  Liked  your  reply  as  to  why  we  have  our  own.  It  was  caused  by  action  in  R8  but  this 
is,  for  our  puiposes,  our  response.  You  are  100%  correct. 


P.  Derek  Ragon 

SF  Information/Logistics  Manager 
USEPA  R6  Dallas,  TX  75202 
ofc:  (214)665-7362 
mob:  (214)463-9041 


From:  Ragon,  Carolyn 

Sent:  Thursday,  August  13,  2015  10:31  AM 

To:  Ragon,  Derek 

Subject:  FW:  Region  6 Site  Code  for  Gold  King  Mine  Spill 


FYI. . .Dave  Wood’s  response. 
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From:  Wood,  David 

Sent:  Thursday,  August  13,  2015  10:22  AM 
To:  Vanpelt,  Tina;  Layman,  Joseph 

Cc:  Poetter,  Joe;  Beresford,  Jill;  Miller,  Dale;  Pandza,  Steven;  Ragon,  Carolyn 
Subject:  RE:  Region  6 Site  Code  for  Gold  King  Mine  Spill 


Tina  - For  work  in  R8,  we  have  an  R8  SSID,  for  work  in  R6  we  have  an  R6  SSID  and 
for  work  in  the  Navajo  Nation  (even  in  New  Mexico  or  Utah)  and  Arizona  we  charge  a 
R9SSID. 


IFMS  Id:  A998 


IFMS  Site  Name:  gold  king  mine  region  09  emergency  response 


, NN 


Type  Site  : Main 


CERCLIS  Number(s)  : NNN000900383 


Remarks: 


CERCLIS  Site  Name:  SSID  created  08/10/2015 
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David  Wood,  Financial  Management  Officer 
US  Environmental  Protection  Agency,  Region  IX 
75  Hawthorne  Street 


San  Francisco,  CA  94105 
415.972.3709 


Please  consider  the  environment  before  printing  this  e-maii 


From:  Vanpelt,  Tina 

Sent:  Thursday,  August  13,  2015  8:18  AM 
To:  Layman,  Joseph 

Cc:  Wood,  David;  Poetter,  Joe;  Beresford,  Jill;  Miller,  Dale;  Pandza,  Steven;  Ragon,  Carolyn 
Subject:  FW:  Region  6 Site  Code  for  Gold  King  Mine  Spill 


FYI,  looks  like  multiple  regions  are  working  on  this  and  Region  6 is  using  its  own  site  id  but 
Steve  Pandza  from  Region  3 knows  folks  from  Reg  3 using  the  Region  8 SSID. 


From:  Ragon,  Carolyn 

Sent:  Thursday,  August  13,  2015  11:14  AM 

To:  Vanpelt,  Tina 

Cc:  Ragon,  Derek 

Subject:  Region  6 Site  Code  for  Gold  King  Mine  Spill 


Hi  Tina:  Derek  was  deployed  last  Saturday  to  NM.  Region  6 is  charging  A6LS 
(see  his  email  below). 


Regions  8 and  9 have  different  side  ids. 
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If  you  need  something  more  official  from  Region  6 - please  let  me  know  and  I will 
get  it  to  you. 

Thanks, 

Carolyn 


From:  Ragon,  Derek 

Sent:  Thursday,  August  13,  2015  10:10  AM 

To:  Ragon,  Carolyn 

Subject:  RE:  Question  on  Site  Code 


A6LS  Gold  King  Mine  Spill  That  is  the  one  for  R6.  R8  has  a different  one.  Haven’t  seen  what 
if  anything,  R9  is  using. 


P.  Derek  Ragon 

SF  Information/Logistics  Manager 
USEPAR6  Dallas,  TX  75202 
ofc:  (214)665-7362 
mob:  (214)463-9041 


From:  Ragon,  Carolyn 

Sent:  Thursday,  August  13,  2015  10:09  AM 

To:  Ragon,  Derek 

Subject:  Question  on  Site  Code 


Hi  Derek:  Was  a unique  site  code  for  the  NM  response  issued  for  Region  6?  If 
yes,  would  you  please  send  me  that  code?  I am  on  a call  with  OCFO  and  it  came 
up  as  a side  question.  Thank  you. 
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